

MED. 


KNURL 


.787 


2.756 


A 
3.1740 
3.1692 
3.4251 


3.4204 


R.02 


R.197 


.394 


1.968 


ENGRAVE TOOL No. 


"RBW6522A00231-W142AK-3T", 


S/N, "MADE IN USA" 


1.5 


.003 A 
.003 A 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 


1 



TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


This drawing, specifications, and concepts contained here in are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 


prior written permission of Red Barn Machine. 


DESCRIPTION 
PART # 


PRESS TOOL 


OR SPECIFICATIONS 



MATERIAL 


SP 


B/O INFORMATION 


QTY 


ASSY 


QTY 


ASSY 


# 


ASSY 


Pg. 


1 


FINISH 


SPEC 


NOTES 


1. ALSO SOLD IN KIT RBW6505G00231-3T. 


